Distance  between  Gold  King  and 
Sunnyside  Drill  hole  = 370  feet. 

This  is  worst  case  scenario  because 
this  is  measured  along  a horizontal 
plane  in  plan  view.  This  is  approximate 
only. 
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Sunnyside  Workings 
Gold  King  Workings 


Gold  King  and  Sunnyside  Mine  Workings 
Gold  King  Map  from  Todd  Hennis's  colllection 
Map  shows  drill  holes  without  dip  azimuth  of 
drill  holes. 

Distances  are  measured  in  plan  view/horizontal 
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